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DPD=§581~60 
43 July 1960 


David Clark Company, Inc. 
360 Park Avenue 
Worcester, Massachusetts 


Attention: I 25x10 


Gentlemen: 


Reference is made to Headquarters Work Order No. 1-1960 and 
your letter dated 24 May 1960 which forwarded your report on 
the Work Order. 


Reférence report entitled “Report on Work Order No. Hdgs 1-1960" 
has been received and accepted. 


Very truly yours, 


\a) 
rac Officer 
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